The Earth Pulse by Scott Barry 

The Earth Pulse, also known 
as the Schumann Resonace or 
16831 Hz Cyucles/Second is the 
Frequency ot the Planet Earth. 

In Audacity at 1.0 as a 
Sauare Wave tor 57 Min save as 
24 KB/s al 24000 Samples 
mono as an MP3. 

This 1831.mp3 Tle will 
restructure Water/H20 and 
even the deat will be able to 
teel it as Piezo or Bone 
Conduction or Dynamic Mic. ¥** 


